A subsequent action sheet was issued on September 24, 1980,
stating:

Order No. 631937 is hereby modified so that
the following statement is added.  Richard Lambert
was not wearing protective apparel while he was
troubleshooting and testing the low voltage control
circuit of the Line Power 12,470 VAC vacuum breaker
S.N. 4986.  Lambert was exposed to and contacted
internal high voltage components which were energized.

Phillips signed Order No. 631937 but its issuance was with the
full concurrence of Hall and Moore.

13.  Order No. 631937 is comprised of Exhibits 4 and 4A in
this proceeding.  Exhibit 4 has two lines after the words "Area
or Equipment" for entry of the designated area covered by the
withdrawal order.  Exhibit 4 shows that something was described
on the first of those two lines, but those words have been
scratched out.  Exhibit 0 in this proceeding is a copy of With-
drawal Order No. 631937 which was attached to Badger's applica-
tion for review filed in Docket No. WEVA 81-36-R.  On Exhibit 0,
after the words "Area or Equipment", there appears an entry
reading "The 1 Left vacuum circuit breaker serial No. 4986".

14.  The pink and yellow copies of Order No. 631937 were
handed to Badger's safety director, Larry Fortney, by Phillips.
Fortney testified that the yellow copy was placed on Badger's
bulletin board and is no longer available as no effort is made
by Badger to preserve the copy placed on the bulletin board.
The pink copy of Order No, 631937 was introduced in evidence as
Exhibit B and the pink copy also has after the words "Area or
Equipment" the same entry that appears on Exhibit 0, namely,
"The 1 Left vacuum circuit breaker serial No. 4986".  Although
the entry on the pink copy contains the same words as those
which appear on the Xerox copy, which was attached to Badger's
application for review, the Xerox copy, or Exhibit 0, is not a

opy of the original order because a secretary who
Iger rewrote Exhibit 0 to obtain a clear copy for
.uibit to accompany the application for review.

hillips was cross-examined during his first
dtness, he stated that he might have scratched
Order No, 631937 after the words "Area or
.at he could not specifically recall having

16.  Phillips testified, when called as an adverse witness
by Badger's counsel, that his handwriting appears on Order No,
631937 and that he simply wrote on the official form the lan-
guage, which he, Hall, and Moore had drafted.  Phillips also
stated that after he wrote the order, he tore the white, pink,
and yellow copies out of his book of forms and placed them in
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